BRIGHTLINGSEA 
URBAN  DISTRICT 
COUNCIL 


ANNUAL  REPORT 

of  the 

Medical  Officer  of  Health 


for  1972 


BRIGHTLINGSEA  UHBM  DISTRICT  COUNCIL 


AI'IKUAL  REPORT  OP  THE  MEDICAL  OPFICER  OP  HEALTH 
for  1972 

Chairman  s 

Cr,  W.  M,  Bottomley 

Vice-Chairman: 

Cr.  ¥.  Addison 

ME.A3ERS  OF  THE  HOUSING  MD  PUBLIC  HEALTH  COMITTES 


Chairman: 


Cr,  Dr,  D.  D, 

Cr.  ¥.  Addison 
Cr.  W,  M.  Bottomley 
Cr,  A,  G,  Cole 


Stephens 

Cr.  P.  P.  Creek 

Cr,  P,  Patrick 

Cr.  P,  R.  G,  Staffiere 


Cr.  M.  R.  Tippett 


R.  A.  STEiHICUSS,  L.M.  S.  S.A.  (Lend. ) . , D.P.Ii.  , (R.C.P.  d S. , ) 

F.R.I.P.H.H. 

Medical  Officer  of  Health  to  the  Urban  Districts  of  Clacton, 
Bright lingsea,  Printon  and  V/alton,  the  Rural  District  of 
Tendring  and  Assistant  County  Medical  Officer. 

J.  COLVIN,  M.R.S.E. , M.A.P.H.I., 

Public  Health  Inspector. 

Surveyor . 

Meat  and  Food  Inspector. 


1 


Telephone  No: 
Brightlingsea  2626. 


Town  Hall, 

Brightlingsea, 

Colchester, 

Essex. 

CO?  CBS 


:.lr.  Chairman  and  Gentlemen, 

I have  the  honour  to  present  the  Annual  Report  for 
1972  on  the  state  of  Public  Health  in  the  Urban  District  of 
Brightlingsea. 

The  vital  statistics  do  not  show  much  significant 
change  and  are  set  out  in  a table  to  be  found  elsewhere  in  the 
report,  indicating  that  the  health  of  the  community  remains  in 
a satisfactory'-  state,  and  that  the  infant  mortality  rate  is 
nil.  The  most  common  causes  of  death  is,  as  previously, 
coronary  disease  and  cerebral  haemorrhage.  The  incidence  of 
lung  cancer  at  5 has  declined  slightly. 

There  were  no  notifications  of  infectious  disease 
other  than  measles,  which  again  shows  its  biennial  pattern, 
but  the  general  trend  for  this  disease  reflects  the  success  of 
the  vaccination  programme. 

This  Annual  Report  is  likely  to  be  the  last  to  be 
published  owing  to  the  abolishment  on  1st  April,  1974  of  the 
appointment  of  the  Medical  Officer  of  Health  after  a period  of 
nearly  100  years.  On  that  date  the  appointment  of  the  District 
Community  Physician  will  take  effect,  who  ?/ill  act  as  Medical 
Adviser  to  the  new  Local  Government  District  Authority. 

It  v/ould  seem  appropriate  at  this  time  to  provide  the 
names  and  number  of  years  served  by  the  previous  holders  of  the 
post  of  Jfedical  Officer  of  Health  to  the  Brightlingsea  Urban 
District  Council,  from  which  it  is  believed  that  the  first 
appointment  was  made  in  190?  of  Dr.  E.  P.  Dickin  who  served 
until  1932,  except  during  the  years  from  1915  "to  1920  when  Dr. 
G.  Travers  Kevern  v^as  the  Acting  Medical  Officer  of  Health, 

Dr.  J.  Raiiisbottoin  - I8  yrs.  Dr.  P.  L.  Groarke  - 5 yrs.  Dr.  R. 

D,  Pearce  - 5 yrs  and  myself  from  July  I96I  to  the  present 
date. 


In  conclusion,  I would  like  to  express  my  gratitude  to 
thi  Council,  the  Piiblic  Health  Coimnittee,  and  Officers  of  the 
Council  for  their  support  during  the  year  and  for  the  v/hole 
period  of  :ny  term  of  office,  and  to  the  Staff  of  the  Public 
H alth  Department  ray  thanlcs  for  their  excellent  work. 

1 am,  Mu*.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

R.  A.  HOUSE, 

Medical  Officer  of  Health. 


STATISTICAL  mfORAIIDiriu 


Urban  District  of 
Area  in  acres 
Population 


Bright lingsua 

2,852 


1972  Registrar  General's  Estimate 


1971  Census  ... 

Density  of  Population  per  acre 
?.at cable  Value 

Sum  represented  by  peni:iy  rate 
Lumber  of  inhabited  dwellings  (approx.) 

Total  live  births 

Birth  rate  crude  (per  1,000  home  population) 

Birth  rate  corrected 

Birth  rate  (England  and  Wales) 

Total  live  and  still  births 
Total  still  births 

Still  birth  rate  (per  1,000  total  live  and  still  births) 
Still  birth  rate  (England  and  Vfeles) 

Total  Deaths 

Death  rate  crude  (per  1,000  population) 

Death  rate  corrected 

Death  rate  (England  and  Wales) 

Dee.th  of  infants  voider  1 year  of  age 
Infant  mortality  rate 

Ir.fant  mortality  rate  (England  and  Wales) 

Irifant  mortality  rate  - legitimate 
Infant  mortalitj’'  rate  - illegitimate 
Loo-natal  mortality  rate 

(Deaths  under  4 weeks  old  per  1,000  live  births) 

Early  nec-na.tal  mortality  rate 

(Deaths  under  1 we^k  old  per  1,000  total  live  births 
Peri -natal  mortality  ra.te 

(stillbirths  and  deaths  under  1 week  old  combined  per 
1,000  live  and  still  births) 
liumber  of  illegitimate  births 
Deaths  from  diarrhoea  (under  2 years  of  age) 

-iatemal  deaths  (including  abortion) 

Cancer  deaths 

Lung  cancer  deaths 

Tuberculosis  deaths  . . . 


6,750 
6,515 
2.36 
233,843 
£ 2,226 
2,871 

124 

18.4 

19.5 
14.8 

125 
1 


8.0 

12.0 

91 

13.5 

10.8 

12.1 


17.0 


12 

18 

5 


LIVE  BIRTHS 


64  males 


60  females 


Total i 124. 
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CAUSEC  OF  DEATH  DURING  1972 


Ivlale  Female  Total 


Cancer  (all  sites) 

12 

6 

18 

Ischaemic  Heart  Disease 

16 

9 

25 

Other  forms  of  Heart  Disease 

1 

2 

3 

Cerebrovascular  Disease 

11 

14 

25 

Other  Diseases  of  Circulatory  System 

2 

1 

3 

Influenza 

- 

1 

1 

Pneumonia 

3 

4 

7 

Bronchitis  and  Emphysema 

1 

1 

2 

Other  Diseases  of  Respiratory  System 

- 

1 

1 

Other  Diseases  of  Digestive  System 

1 

- 

1 

Symptoms  and  ill  defined  Conditions 

- 

1 

1 

Motor  Vehicle  Accidents 

1 

- 

1 

All  other  accidents 

- 

1 

1 

Suicide  and  self-inflicted  injuries 

1 

1 

2 

Totals; 

49 

42 

91 

DEATH  OF  VARIOUS  AGES  DURING  1972 

Under  4 weeks  - 

4 weeks  and  under  1 year 
1 year  and  under  4 years 


5 

years  and  \inder 

14 

years 

- 

15 

U 

24 

years 

1 

25 

it 

34 

years 

- 

35 

tt 

44 

years 

2 

45 

If 

54 

years 

5 

55 

If 

64 

years 

7 

65 

74 

years 

32 

75 

and  over 

44 

Total; 

91 

4. 


PKEVEIJTION  AAT)  COmOL  OF  IKFSCTIOUS  AjH)  OTHER  DISEASES' 


The  following  figures  show  the  number  of  infectious 
diseases  which  were  notified  in  the  district  during  1972:- 


Cases 

Cases 

notified 

Cases  to 
Hospital 

Cases 
at  Home 

Cases 

Confirmed 

Deaths 

Measles 

52 

- 

52 

52 

- 

TUBERCUIOSIS  1972 


There  was  one  case  of  Tuberculosis  notified,  but  no 
deaths  occurred  dioring  the  year. 

Total  cases  on  the  Register  at  the  end  of  1972;-  28 

The  age  groups  of  the  cases  on  the  Register  are  as 
follows:- 


-ge 

in 

Groups 

Years 

Respiratory 

M F 

Non-Respiratory 

M F 

Totals 

1 

- 4 

1 

1 

5 

- 14 

1 

- 

1 

_ 

2 

15 

- 24 

3 

- 

- 

1 

4 

25 

- 34 

3 

3 

1 

- 

7 

35 

- 44 

4 

- 

- 

1 

5 

45 

- 54 

4 

- 

- 

- 

4 

c;r 

- 64 

2 

2 

- 

- 

4 

65 

- 74 

1 

— 

— 

— 

1 

Totals: 

19 

5 

2 

2 

28 

im/iUIilSATION  1972 


YcP.r  of  Birth 

Primary 

Re -inforcing 

Course 

Injections 

TRIPLE 

1969-1972 

83 

1 

(DPT) 

1965-1968 

- 

73 

Others  under  age  I6 

- 

5 

LIP/TET 

1969-1972 

_ 

1965-1968 

1 

24 

Others  under  age  I6 

- 

- 

DIPHT'BERIA 

1969-1972 

_ 

1965-1968 

- 

- 

Others  under  age  I6 

- 

- 

PERTUSSIS 

- 

- 

TETAIRJS 

1969-1972 

_ 

_ 

1965-1968 

- 

3 

Others  under  age  I6 

3 

31+1  Hospo 

POLIOI.IYELITIS 

1969-1972 

83 

1 

1965-1968 

1 

98 

Others  under  ago  I6 

- 

39 

MEASLES 

1969-1972 

90 

— 

1965-1968 

14 

- 

Others  under  age  I6 

2 

- 

RUBELLA 

Others  \mder  ago  I6 

42 

SViIdjLTOX  VACCIIIATIOIT 

Primary 

Re-vaccination 

Age:  0 

- 5 

8 

- 

5 

1 — 1 

1 

- 

6 

6 . 


S;vNITARY  CIRCUIilSTANCES  OR  THE  AREA 


WATER  SUPPLIES 


The  Tendring  H\indred  Waterworks  Company  are  the 
Statutory'-  Water  Undertakers  for  the  whole  of  the  Urban  District 
j^ea. 


The  supplj'  is  derived  from  Lower  Park  Road  bore  hole 
and  the  Church  Road  shallow  well  and  any  deficiency  is  made  up 
by  bulk  supply  from  external  sources. 

The  total  number  of  dwelling  houses  supplied  from,  the 
mains  is  estimated  at  2883  a-nd  of  these  some  5 houses  are  still 
supplied  from  outside  standpipes. 

The  supply  has  been  adequate  during  the  year  and 
routine  sampling  for  both  chemical  and  bacteriological 
examination  has  been  carried  out  by  the  Local  Authority. 


CHEICICAL  idTALYSIS 

CHEiaCAL  RESULTS  DT  PARTS  PER  MILLION 


Colour  (Hazen) 

Reaction  pH 
Electric  Conductivity 
Chlorine  present  as  Chloride 
Hardness ; 

Total 
Carbonate 
Non-Carbonate 
Nitrate  Nitrogen 
Z^itrite  ZTitrogen 
Albuminoid  Nitrogen 
Ammcniacal  Nitrogen 
Oxrrgen  x^b sorbed 
Residual  Chlorine 
lletals : 

Iron 

Zinc 

Copper 

Lead 

Manganese 

T'rrbidity  (A.P.E.-x.  Units) 


Direct  for  Pumping  Station, 
Lower  Park  Road,  Bri^tlingsea 

4 

7.6 

1350 

320 

230 

230 

0 

0.0 

absent 

0.05 

0.90 

0.50 

absent 

0.12 

0.04 

absent 

absent 

absent 

Not  detected  (less  than  O.Ol) 

3 


7. 


Direct  from  Pumping  Station, 
Lov/er  Park  Road,  Bright  I ingsea, 


Odour  Nil 

Free  Carkon  Dioxide  15 

Dissolved  Solids  Dried  at  l80°C  900 

Alkalinity  as  Calcium  Carbonate  296 


Tliis  sample  is  practically  clear  and  bright  in 
appearance,  has  a reaction  on  the  alkaline  side  of  neutrality 
and  is  free  from  metals  apart  from  minute  traces  of  iron  and 
zinc.  The  water  is  hard  in  character  but  its  hardness  and  its 
somewhat  high  content  of  mineral  and  saline  constituents  are 
not  considered  excessive.  The  water  is  of  -very  satisfactory 
organic  quality. 

These  results  indicate  a pure  and  wholesome  water 
suitable  for  public  supply  purposes,  from  the  aspect  of  the 
chemical  analysis. 


Colour  (llazen) 

Reaction  pH 
Electric  Conductivity’’ 

Chlorine  present  as  Chloride 
Hardness : 

Total 
Carboimte 
Non-Carbonate 
Nitrate  Nitrogen 
Nitrite  Nitrogen 
Albuminoid  Nitrogen 
Ammoniacal  Nitrogen 
Oxygen  Absorbed 
Residual  Chlorine 
Metals : 

Iron 

Zinc 

Copper 

Lead 

lAanganese 

Cadmium 

Turbidity  (A.P.H.A.  Units) 

Odour 

Free  Carbon  Dioxide 
Linsolvod  Solids  dried  at  l80°C 
/.Ikalinity  as  Calcium  Carbomte 


Direct  from  Pumping  Station. 
Church  Road,  Bright linffsea 

Nil 

6.0 

660 

66 


295 

40 

275 

21 

absent 

0.06 

0.00 

0.40 

absent 

0.04 

absent 

absent 

absent 

absent 

Not  detected  (less  than  O.Ol) 
less  than  1 
Nil 
80 
490 
40 


8. 


This  sample  is  practically  clear  and  bright  in 
appearance  and  is  free  from  metals  apart  from  a negligible 
trace  of  iron.  The  water  has  however  a faintly  acid  reaction 
due  to  its  content  of  free  carbon  dioxide  with  low  carbonate 
alkalinity.  It  will  therefore  tend  to  show  corrosive  action 
on  metals.  Tlie  \mter  is  hard  in  character  but  its  hardness 
and  its  content  of  mineral  and  saline  constituents  in  solution 
are  not  considered  excessive.  The  organic  qua.lity  of  the 
water  is  of  a high  standard. 

Tliese  results  indicate  a pure  and  wholesome  water.  The 
content  of  nitrate  is  however  higher  than  is  considered 
desirable  in  the  preparation  of  infant  feeds.  On  that  account 
and  to  reduce  corrosive  characti sties,  admixture  with  other 
vrater  is  considered  advisable. 


BACTERIOLOGICAL  E}LA¥IRATIOII  OF  WATER  SUPPLIES 

Samples  of  water  from  the  mains  and  sources  ha.ve  been 
submitted  regularly  for  examination  and  found  satisfactory  in 
all  cases. 


SSTffiRAGE  Al'd)  DRAINAGE 


Problems  continued  to  be  experienced  in  1972  in 
connection  v.'ith  inconsistent  effluent  results  from  the  main 
treatment  works  and  as  a result,  detailed  sampling  was  carried 
out  through  the  works.  This  sampling  indicated  that  raw 
sev/age  of  an  abnormal  strength  was  being  received  on  an 
intermittent  basis  at  the  Works. 

Attempts  were  made  to  isolate  the  problem  by  compound 
sampling  from  a number  of  manholes  but  other  than  confirming 
the  presence  of  abnormal  raw  sewage  of  a trade  waste  nature, 
no  positive  results  were  achieved.  Visits  have  been  made  to 
industrial  premises  in  the  Town  and  raw  sev/age  sampling 
continued  with  the  assistance  of  the  River  Authority. 

In  addition  to  trade  waste  problems,  the  works  are  now 
dealing  with  the  population  for  which  they  were  designed  and  a 
standstill  order  has  been  prescribed  on  ftirther  development 
within  the  area.  Additional  works  have  now  been  authorized  at 
the  sewage  disposal  works  to  deal  with  the  development  for 
which  planning  permission  has  been  granted  in  detail  or  outline 
within  the  Town  area.  Further  investigations  are  also  being 
carried  out  to  ascertain  the  works  necessary  to  deal  with  a 
number  of  ir^illing  sites  which  can  make  provision  for  another 
ICO  housing  urrLts. 


9. 


Concurrent  Y/ith  the  sev/age  treatment  problem, 
surcharging  was  experienced  in  certain  sections  of  the  combined 
and  storm  water  dra.inage  system  of  the  Town.  The  surcharging 
was  limited  and  the  storm  was  of  a severe  nature.  The 
investigations  that  followed  pointed  to  the  need  for  improving 
the  'Vest  Dyke  capacity  and  outfall  arrangement.  The  West  Dyke 
excepts  the  major  part  of  the  storm  water  run  off  from  the  Town 
and  in  addition,  the  storm  overflov/  from  the  main  pumping 
station  to  the  treatment  works.  The  V/est  Dyke  is  tide  locked 
during  certain  stages  of  the  tide  cycle  and  in  addition,  recent 
works  by  the  River  Authority  has  resulted  in  a more  rapid  run 
off  to  the  tidal  outfall  which  drains  the  ditch  system. 

Although  a joint  scheme  with  the  River  Authority  would 
be  the  most  satisfactory  method  of  dealing  with  the  problem, 
lack  of  progress  on  a joint  scheme  has  resulted  in  the  District 
Council  considering  unilateral  action  in  the  matter  and  a 
scheme  for  dealing  with  the  flow  from  the  Town  only  is  being 
prepared. 


SARITARY  ADlVIimSTR/iTION 

The  following  is  a synopsis  of  the  principal  works 
carried  out  by  the  Public  Hea.lth  Section  during  1972:- 


Inspections  (Public  Health  and  Housing)  1082 
Other  inspections  primarily  in  connection  with 

Surveyor's  duties  253 
Informal  notices  served  15 
Informal  notices  complied  v;ith  15 
Statutory  notices  complied  with  23 
Number  of  premises  at  which  nuisances  were  abated  89 


Schedule  of  housing  repairs  and  improvements  obtained 


Type  of  Repair  Repairs  completed 

Dampness  34 
Roof  Defects  10 
Plaster  Defects  27 
Pointing  l6 
Insufficient  Drainage  20 
Defective  Drainage  88 
Insufficient  of  Defective  Closets  26 
Defwctivo  Paving  7 
I revision  of  Dustbins  12 
Inadequate  ’7ater  Supply  19 


10. 


Repairs  completed 

1 

20 
326 

Infestation: 


IH’-pe  of  Repair 

Dangerous  Buildings 
Defective  Floors 
Nuisances 


Rats  6l 
Mice  l8 
Wasps  26 

Sewer  treatments  continued  during  the  year  and  no 
serious  infestations  vrere  encovintered. 


SWIMMING  POOL 

Frequent  samples  were  taken  from  the  pool  during  the 
season  for  bacteriological  examination  and  results  were 
satisfactoi^,'-. 

Improvements  to  the  surrounds  of  the  pool  have  been 
carried  out  during  the  year  and  this  should  reduce  the  amount 
of  surface  water  and  pollution  entering  from  the  pedestrian 
areas.  The  excessive  amount  of  labour  required  in  cleansing 
the  pool  still  remains  a problem  and  the  Council  are  examining 
prcposals  for  reconstruction  and  the  provision  of  filtration 
chlorination  plant. 

CARAVAN  Al^ID  CAMPING  GROUNDS 

The  preparation  of  the  improvement  scheme  for  the 
Western  Promenade  and  the  old  railway  land  continued  during  the 
year  and  a public  meeting  was  held  to  consider  the  dra.ft  plan. 
As  a result  of  the  public  meeting,  a number  of  amondinents  v/ere 
Esde  to  the  scheme  and  the  final  draft  has  now  been  submitted 
to  the  Essex  County  Coimcil  to  be  excepted  as  part  of  the  local 
plan. 


HOUSDTG 


New  houses  and  flats  erected  during  1972:- 


Private  enterprise 

113 

Council  houses 

14 

Co'uncil  flats 

10 

Council  bungalows 

Nil 

11 


llTROVnilSllTI  MD  STAIODABD  GRAITTS  - HOUSING  ACT  1969 


Increased  interest  in  improvement  grants  continued 
during  the  year,  particularly  in  the  discretionary  field. 

During  the  year,  some  thirty  two  standard  grants  and 
seven  discretionary  grants  were  approved. 

FOOD 


The  following  list  shows  the  number  of  visits  paid  to 


premises  at  which  food  for  human  consumption  is  sold  or 
prepared 

Fruiterers  7 
Cafes,  Restaurants  and  Hotels  28 
School  Canteens  15 
Butchers  Shops  34 
Fish  Friers  3 
Wet  Fish  Shops  2 
Bread  and  Cake  Shops  14 
Ice  Cream  Vendors  12 
Bakehouses  8 
Poultry  Shops  Nil 
General  Stores  and  Grocers  57 

The  following  is  a list  of  improvements  obtained  in 
food  premises:- 

Want  of  v/ashing  facilities  6 
Want  of  cleanliness  2 
Sanitary  accommodation  3 


REGISTRATION  OF  FOOD  PREPARING  PIM/IISES 

The  number  of  premises  registered  persuant  to  Section 
16  of  the  Food  and  Drugs  Act  is  as  follows 

Sausage  meat,  pressed,  pickled  and 

preserved  meat  6 

Sale  of  ice  cream  23 

FOOD  AND  DRUGS  AUTHORITY 

ITie  Council  is  not  the  Food  and  Drugs  Authority  for 
the  District. 


12. 


INSPECTION  OF  MEAT  AND  OTHER  FOODS 


There  o.ro  no  licensed  slaughterhouses  in  the  Area. 

During  the  year  the  following  diseased  or  \insound  food 
was  surrendered  and  condemned:- 

5 - 1 lb.  packets  of  Golden  Scampi. 

1 - stone  Coley  Fish. 

3 - gallons  Shrimps. 

ICE  CREAM 


The  total  number  of  premises  registered  for  the  sale 
of  ice  cream  is  23.  All  ice  cream  sold  in  the  district  is 
obtained  from  reputable  sources. 

BAKEHOUSES 


The  inspection  of  bakehouses  continued  during  the  year 
and  no  serious  contravention  of  the  regulations  were  observed. 
One  bakehouse  discontinued  operating  during  the  year. 

SHELLFISH 


A substantial  number  of  oysters  are  exported  to  the 
Continent  UTider  certificates  from  this  department  and  samples 
of  the  shellfish  are  submitted  to  the  Public  Health 
Laboraterj’-  Service  for  bacteriological  examination  on  a weekly 
basis. 


FOOD  PRESSES 

The  following  table  sets  out  the  number  of  food 
premises  subject  to  the  Food  Hygiene  (General)  Regulations, 
i960,  grouped  in  categories  of  trade  carried  on  in  them  and 
includes  the  following  approximate  information  for  each 
category  separately 

a.  The  n\imber  of  premises, 

b.  The  number  of  premises  provided  with  staff  hand- 
washing facilities  in  compliance  with  Regulation  I6. 

c.  The  number  of  premises  subject  to  compliance  with 
Regulations  19  which  requires,  in  food  premises  in 
wlaich  open  food  is  handled,  the  provision  of 


13. 


sufficient  sinks  or  other  facilities  for  washing  food 
and  food  equipment. 

d.  The  number  of  premises  at  C above  actually  fitted  to 
comply  with  Regula.ticn  I9. 

Premises 
Fruiterers 

Cafes,  Restaurants  and  Public  Houses 
School  Canteens 
Butchers  Shops 
Fish  Friers 
■Ret  Fish  Shops 
Bread  and  Cake  Shops 
Bakehouses 

General  Stores  and  Grocers 


Totals: 


PUBLIC  CLEAITSII'TG 

A Work  Study  team  have  investigated  the  refuse 
collection  service  and  a scheme  for  incentive  payments  has 
been  prepared.  The  improved  performance  from  the  collection 
team  will  enable  the  continuous  loading  vehicle  to  continue 
to  deal  with  the  additional  properties,  in  the  process  of 
completion,  for  some  considerable  time. 

The  pximping  scheme  for  dealing  with  the  effluent  from 
the  East  End  Green  tip  has  not  yet  commenced  but  it  is  hoped 
that  implementation  v/ill  take  place  during  1973* 

Tlie  Depajrtmont  of  the  Environment  v;ith  the  assistance 
of  the  River  Authority  and  the  Institute  of  Geological 
Sciences  have  been  carrying  out  a national  survey  of  refuse 
tips  particularly  in  relation  to  the  danger  of  pollution 
arising  from  discharges  of  surface  and  underground  water  from 
the  disposal  areas.  The  results  of  this  report  indicate 
that  no  objections  are  raised  to  the  continued  use  of  the  tip 
at  the  Western  Promenade  but  objections  are  raised  to  the 
continued  use  of  the  tip  at  East  End  Green.  The  installation 
of  the  pumping  station  referred  to  above  however,  will  deal 
with  this  problem  and  there  would  seem  to  be  no  objections  to 
the  continued  use  of  this  tip  on  this  basis. 


a.  b.  c.  d. 

8 8 8 8 

19  19  19  19 

2 2 2 2 

6 6 6 6 

2 2 2 2 

3 3 3 3 

8 8 8 8 

3 3 3 3 

28  28  28  28 


79  79  79  79 


14. 


OFFICES.  SHOPS  AITO  RAILWAY  PBEinSBS  ACT.  1963 


During  1972,  inspections  were  carried  out  in 
accordance  with  the  attached  list. 

(a)  Registrations  and  General  Inspections: 


Class  of 

Premises 

(1) 

Number  of 
premises 
registered 
during  the 
year 

(2)  . 

Total 

niimber 

registered 

premises 

at  end  of 

year 

(8) 

Number  of 
registered 
premises 
receiving 
a general 
inspection 
during  the 
year 

. (4).... 

Offices 

26 

14 

Retail  Shops 

1 

36 

36 

Wholesale  Shops 

- 

- 

- 

Warehouses 

- 

- 

- 

Catering  Establishments 
open  to  the  Public 

1 

19 

11 

Canteens 

- 

2 

2 

Fuel  Storage  Depots 

- 

1 

1 

Totals: 

2 

84 

64 

(b)  168  visits  of  all  kinds  by  Inspectors  to  registered 
premises 

(c)  Analysis  of  persons  employed  in  registered  premises 
by  workplace. 


Class  of  Workplace 
(1) 

Number  of  Persons  Employed  . 
(2) 

Offices 

97 

Retail  Shops 

107 

Wholesale  Departments 

- 

Warehouses 

3 

Catering  Establishments 
cpen  tc  the  Public 

7 

Canteens 

14 

Fuel  Storage  Depots 

1 

Petal; 

226 

Total  !.!ales 

92 

Total  Females 

134 

-5. 


(d)  Ebcemptions  Nil 

(e)  Prosecutions  Nil 

(f)  Number  of  inspectors  appointed  under 

Section  52  (l)  or  (5)  of  the  Act  2 

(g)  N\imber  of  other  staff  employed  for 

most  of  their  time  on  work  in 
connection  with  the  Act  Nil 


FACTORIES  ACT.  1961 

PART  ONE  OF  THE  ACT 

1.  Inspections  for  purposes  of  provisions  as  to  health. 


1 

Number 

Number  of 

Premises 

on 

Inspect- 

Written 

Occupiers 

Register 

ions 

Notices 

Prosecuted 

(1) 

. . (2) 

(3) 

(4) 

(5) 

(i)  Factories  in 
which  Sections 

1,  2,  3»  4 aJid  6 
are  to  be 
enforced  by 

Local 

Authorities 

35 

27 

3 

Nil 

(ii)  Factories 
not  included  in 
(1)  in  which 

Section  7 is 
enforced  by  the 
Local  Authority 

15 

11 

2 

Nil 

(iii)  Other 
premises  in 
which  Section  7 
is  enforced  by 
the  Local 

Authority 

(excluding  out- 
v/orkers ' premise s ) 

8 

8 

- 

Nil 

Totals : 

58 

46 

5 

Nil 

16. 


2. 


Cases  in  wliich  defects  were  found. 

(if  defects  are  discovered  at  the  premises  on  tv/o, 
t>iree  or  more  separate  occasions,  they  should  be  reckoned  as 
two,  three  or  more  ''cases”.) 


Number  of  cases  in  vdiich 

Number  of 

Particulars 

defects  wore  found 

cases  in 

Referred 

which  pro- 

Found 

Re  me- 

to  H.M. 

I by  H.M. 

secutions 

died 

Inspec- 

Inspec- 

were 

tor 

tor 

instituted 

(1) 

(2) 

(3) 

(4) 

(5) 

...  ..(.6J 

tvant  of 
Cleanliness 

3 

(S.l.) 

Overcrowding 

(S.2.) 

Unreasonable 

temperature 

(£.3.) 

Nil 

- 

Nil 

- 

- 

Inadequate 

ventilation 

1 

1 

1 

(£.4.) 

Ineffective 
drainage  of 
floors 

(3.6. ) 

Conveniences 

(S.7.) 

(a) 

Insufficient 

(b) 

Unsuitable  or 
defective 

(c) 

Not  separate 

2 

2 

- 

- 

- 

for  sexes 

1 

1 

- 

- 

- 

Other  offences 

against  the 

Act  (not 

including 

offences 

relating  to 
outwork) 

5 

-J 

.CTS-ls  • 

9 

7 

4 

- 

- 

17. 


PART  VIII  OF  THF  ACT 


SECTIONS  13^  and  134 


Section  133 

Section  134 

Number  of 

Number  of 

Number  of 

Number  of 

Nature 

outworkers 

cases  of 

prosecutions 

instances 

of 

in  August 

default 

for  failure 

of  work  in 

work 

list  re- 

in  send- 

to  supply 

unwholesome 

quired  by 

ing  lists 

lists 

premises 

Section 

of  the 

133  (1) 

(c) 

Council 

(1) 

(2) 

(3) 

(4) 

(5) 

Wearing 

apparel, 

making, 

etc. 

2 

Nil 

Nil 

Nil 

18. 


